I 


r 


AD- A270  963  Zi 


NUM»£K  416^.  14 

DAie  December  21,  I966 


■  ,  r  \  ASD(I%L)/ASD(Comp) 

’eparlment  of  Uefense  Instruction 


Inventory  of  Military  Real  Property 

DoD  Instruction  Subject  as  above,  Febmiary  20,  1958 

(cancelled  herein) 

DoD  Instruction  4l65.3j  "DoD  Facilities  Classes  and 
Construction  Categories,"  October  13 ,  I986 

DoD  Instruction  Ul65.^,  "Form  for  Transfer  and  Acceptance 
of  Military  Real  Property  (DD  Form  135^),"  November  l4,  1961 

10  use  2701  (formerly  Section  4l0,  National  Security  Act, 
as  amended) 

Section  61O,  PL  87-554,  July  27,  19^2 

Federal  Property  Management  Regulations,  Amendment  No.  A-1, 
December  19^4,  Part  IOI-3 

DoD  Instruction  7500.1,  "Report  on  Real  and  Personal  Property 
and  Selected  Financial  Assets,"  August  19,  I966 

DoD  Instruction  7500,2,  "Accounting  for  Military  Real 

Property  in  the  Department  of  Defense,"  October  20,  19^^ 


This  Instruction  provides  uniform  procedures  for  (l)  the  establishment 
and  maintenance  of  an  inventory  of  real  property  (land  and  rights 
therein;  buildings;  and  all  other),  and  (2)  the  preparation  of  an 
abridged  inventory  in  summary  form  for  use  by  interested  offices  of 
the  Department  of  Defense  and  Congress. 

II.  APPLICABILITY  AND  SCOI^ 

This  Instruction  is  applicable  to  Depsirtment  of  Defense  Components,  and 
covers  all  real  property  except: 

A.  Property  in  an  officially  designated  combat  zone,  and  river  and 
harbor  and  flood  control  propei^ty  under  the  jurisdiction  of  the 
Army. 

B.  Property  in  the  National  Industrial  Reserve,  and  property  disposed 
of  subject  to  right  of  recapture,  or  National  Security  Clause, 
unless  such  property  is  under  military  control. 

C.  Property  furnished  by  the  General  Services  Administration. 

III,  INVENTORY  AND  INVENTORY  SUMMARY  DATA 

The  Inventory  is  to  be  a  basic  source  of  information  for  reports  of 
status,  cost,  capacity,  condition,  use,  maintenance  and  management  of 
the  real  property  over-all  and  of  the  real  property  of  individual 
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Installations  of  tte  ailitary  departnents.  The  Inventory  Summary  is  to 
be  a  reference  and  a  source  of  current  comparable  Information  pertaining 
to  such  real  property  for  use  in  developing  and  effectuating  Department 
of  Defense  policies^  plans  and  programs.  The  Inventory  vill  be  estab¬ 
lished  and  maintained  and  the  Inventory  SiaBary  will  be  reported  in 
accordance  vith  Enclosure  1,  "Instructions." 

IV.  SCHEDUIE  OF  MAIHTAIirniG  AND  REPORTIHG  THE  INVKirrORY 


A.  Each  of  the  military  departments  will  maintain  the  inventory  in  an 
office  of  record  at  its  Washington,  D«  C.  headquarters  where  it  will 
be  available  for  reference  to  the  Staff  elements  of  the  military 
departments  and  of  the  Office  of  the  Secreteuy  of  Defense,  Chsuiges 
in  the  inventory  at  the  installation  level  will  be  reported  to  the 
office  of  record  of  the  applicable  military  departanent.  Data  %rill 
be  maintained  on  a  current  basis  and  must  be  current  as  a  minimum 

as  of  the  end  of  each  calendar  and  fiscal  year. 

B.  Summary  reports  will  be  prepared  on  an  annual  basis.  Revisions  in 
the  inventory  will  be  reflected  in  subsequent  issues  of  the  Inventory 
Summary,  which  will  be  prepared  and  distributed  within  90  days  after 
30  June  of  each  year.  The  Inventory  Sumnary  will  be  prepared  and 
furnished  by  each  military  department.  The  Department  of  the  Navy 
will  be  responsible  for  reporrting  Marine  Corps  facilities.  The 
military  department  having  real  property  accountability  for  a  joint 
installation  or  leased  facility  will  be  responsible  for  submitting 
the  Inventory  Siimmary  of  such  installation  or  leased  facility, 

C.  Copies  of  the  Inventory  Sianmary  prepared  by  each  military  department 
will  be  furnished  the  Secretary  of  Defense,  the  Secretaries  of  the 
other  militaiy  departments,  and  such  other  distribution  as  may  be 
required.  Data  from  these  Summaries  and  from  those  prescribed  by 
reference  (g)  will  be  used  to  satisfy  the  requirement  for  reporting 
to  the  Congress  under  10  USC  2701  (reference  (d). 

D.  In  addition,  inventory  data  relative  to  installations  located  in  the 
Continental  United  States  (^*8  contiguous  States  and  the  District  of 
Columbia)  prepared  in  accordance  with  reference  (f)  will  be  furnished 
direct  to  the  General  Services  Administration  with  a  courtesy  copy 

to  the  OASD  (Comp)  Directorate  for  Statistical  Services, 

V.  PBOPERrr  ACOOUNTIHG 

inventoxy  of  reed,  property  to  be  maintained  by  the  military  depart¬ 
ments  in  accordance  with  this  Instruction  will  accomplish  requirements 
of  10  USC  2701  pertaining  to  the  existence  of  property  accounting 
records  for  real  property. 
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VI.  HEPOBT  CQNTOOL  SYMBOL 

The  Inventory  Summary  requirement  contained  herein  has  been  assigned 
Beport  Control  Symbol  DD-I&L(a)760. 

VII.  CgHKBAL 

Questions  of  Interpretation  or  applicability  of  this  Instruction 
vill  be  culdressed  to  the  Office  of  the  Assistant  Secretary  of 
Defense  (Cooptroller) ,  Directorate  for  Statistical  Services  for 
maintaining  end  reporting  aspects  of  the  Inventory,  end  to  the 
Directorate  for  Accounting  SystejnB  on  accounting  and  pricing  of 
reed,  property;  end  to  the  Office  of  the  Asslstent  Secretetry  of 
Defense  (Insteddatlons  and  Logistics),  Directorate  for  Seed.  Property 
for  policy  enpects  concexnlng  real  estate.  The  first  report  due 
in  encoz'daiice  with  this  Instruction  will  be  as  of  June  30,  196? 
and  will  be  diae  September  30,  1967« 

Vin.  IMPLEMENTIBS  INSTBUCTIOIIS 

Existing  nllltaiy  department  implementing  Instructlans  will  be  re¬ 
vised  to  reflect  the  changes  herein,  and  submitted  simultaneous Iv 
to  the  Assistant  Secretary  of  Defense  (Installations  and  Logistics) 
and  the  Assistant  Secretary  of  Defense  (Comptroller)  within  sixty 
(6o)  days  for  approval  prior  to  publication.  Retroactive  changes 
to  existing  records  will  not  be  required. 

IX.  CAWCELLAIIOR 

Reference  (a)  and  Report  Control  Symbol  DD-P&i(a)326  are  cancelled. 

X.  KFtlSCTlVB  PASS 


This  Instruction  is  effective  Immediately. 


Assistant  Secretary  of 
(Conqitroller) 


fense 


Assistant  Secretary  of  Defense 
(installations  and  Logistics) 
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INSTRUCTIONS 


I.  PURPOSE 

These  instructions  provide  detailed  information  and  guidance  relative 
to  the  real  property  inventory  and  Inventory  Summary.  Section  III  of 
this  Inclosure  covers  the  establishment  and  maintenance  of  real 
property  inventory  records  "Basic  Individual  Records."  Section  IV 
"Reporting  -  Inventory  Summary,  etc."  covers  reporting  Inventory 
Summary  data  as  derived  from  the  Inventory  (Basic  Records)  covered 
in  Section  III. 

Existing  records  should  be  utilized  as  much  as  possible;  however, 
such  records  must  be  accurate.  Any  additional  information  required 
by  the  military  department  concerned  may  be  included  in  the  basic 
inventory  records. 

II.  DEFINITIONS  -  The  following  definitions  are  furnished  for  guidance 
only,  eind  their  use  is  to  be  limited  to  implementation  of  this 
Instruction: 

A.  Activity.  A  unit,  organization,  or  installation  performing  a 
function  or  mission,  e.g.,  reception  center,  redistribution 
center,  naval  station,  naval  shipyard. 

B.  Base.  An  area  or  locality  containing  installations  which  provide 
logistic  or  other  support. 

C.  Building  Constrxtction,  Permanent.  A  building  suitable  and  appro¬ 
priate  to  serve  a  specific  purpose  for  a  maximum  period  of  time 
(at  least  2S  years)  and  with  a  minimum  of  maintenance. 

D.  Building  Construction,  Semipermanent.  A  building  suitable  and 
appropriate  to  serve  a  specific  purpose  for  a  limited  period  of 
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time  (less  than  25  years  and  more  than  5  years)  and  with  a 
moderate  to  hi^  degree  of  maintenance. 

E.  Building  Construction,  Temporary.  A  building  suitable  and 
appropriate  to  fill  a  need  for  a  short  period  of  time  (five 
years  or  less)  without  regard  to  degree  of  maintenance,  and 
the  designs  and  details  of  tdilch  provided  wlniimnn  facilities 
with  maxlmim  Initial  economies. 

F.  Building,  Portable.  A  building  designed  for  the  continuing 
pvurpose  of  being  moved  easily  from  one  location  to  another 
usually  for  a  short  length  of  time  in  one  location,  such  as 
shelters  for  workmen,  construction  offices,  unconnected  sanitary 
facilities,  self-contained  office  and  nl^t  watchman  trailers, 
and  movable  tool  sheds. 

G.  Building,  Relocatable.  Buildings,  including  trailers,  ^dilch 
serve  the  same  general  function  of  pennEment,  semipemanent , 
or  tenQHsrary  buildings  usually  for  a  considezable  length  of 
time  in  one  location  but  cure  designed  to  facilitate  econcmlcal 
movement  to  the  site  and  frem  one  site  to  emother  such  as  tem¬ 
porary  classrocm,  office,  or  storage  buildings. 

H.  Condition,  Honusable  (H).  The  condition  of  a  facility  idiich  is 
xmserviceahle  because  it  has  deteriorated  to  the  extent  that  it 
needs  extensive  restoration,  or  constitutes  a  danger  to  health 
emd  safety  of  personnel  or  equipment. 

I-  Condition,  Usable  (U).  Bie  condition  of  a  facility  \diich 
indicates  it  is  serviceable  for  a  useful  purpose. 
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J.  F&cillty,  Industrial.  Property,  other  than  aateriel  and  special 
tooling,  of  use  for  the  performance  of  a  contract  or  subcontract  or 
order,  including  real  property  and  rights  therein,  buildings, 
structures,  impravements,  and  plant  equipment. 

K.  Facility,  Real  Property.  A  separate  Individual  building, 
structure,  or  other  real  properfy  liiq>roveaent.  (Each  item  which 
is  subject  to  separate  reporting  under  the  Department  of  Defense 
real  property  inventory.) 

L.  Gross  Floor  Area  (sq.ft.).  'Die  total  area  of  all  the  floors 
extended  to  the  normal  outside  few:e  of  the  building  vail 
including  baisements  but  excluding  unusable  attic  space. 

M.  Installation.  An  installation  is  a  post,  camp,  station,  hospital, 
depot,  arsenal,  etc.,  ccoiprising  land,  buildings,  structures,  and 
utilities  constructed  or  acquired  for  the  operation  and  support 
of  the  installation  mission.  Activities  that  for  economy  or 
other  reasons  are  located  within  the  confines  of  another  instal¬ 
lation  and  occupying  portions  of  the  land,  buildings,  and  struc¬ 
tures  of  the  main  installation  are  considered  to  be  tenants. 

N.  Installed  Personal  Property  (Installed  Building  Equipment).  Ibose 
Itesns  of  accessory  equipment  and  furnishings,  including  materials 
for  installation  thereof,  which  are  required  for  operation  and 
affixed  as  a  part  of  the  building  or  facility  such  as:  fixed  overhead 
crane -runways;  elevators;  lavatories;  plimblng,  heating,  ventilating, 
cooling,  electrical  and  sprinkler  systems;  ccnmunicatlons  systems  less 
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hand  sets;  hotvater  heaters;  garba^  disposals;  and  built-in 
furniture  and  window-type  air  conditioning  units  installed  in 
such  a  laanner  that  removal  would  require  reconstruction  of  the 
realty.  Plant  and  production  equipment  will  not  be  included. 

O.  Space  Volume  (cu.ft.).  The  actual  cubic  space  inclosed  within 
the  inner  surfaces  of  the  outside  or  inclosing  walls  and  con¬ 
tained  between  the  inner  surfaces  of  the  structural  members  (roof, 
trusses,  rafters,  or  ceiling,  \diichever  is  lower)  and  the  finished 
surfaces  of  the  lowest  floors. 

P.  Utility  Plant.  For  inventory  purposes,  a  utility  plant  housed  sep¬ 
arately  from  the  building  or  buildings  served  and  producing  or 
providing  a  tisable  utility  service  will  be  separately  inventoried. 
Equipment  furnishing  such  service  as  air  conditioning,  motor  generator, 
etc . ,  physically  located  in  a  building  and  serving  only  that  build¬ 
ing  will  be  considered  a  psirt  of  the  building  and  will  not  be  sep¬ 
arately  inventoried.  Personal  property  and  equipment  toill  not  be 
Included  in  the  real  property  records. 

III.  ESTABLISHIirG  AND  MAIETAIHIMG  BEAL  PROIERTr  IHVEWTOHr  RECORDS 
(BASIC  DIDIVIDUAL  RECORDS) 

General 

Each  military  department  will  maintain  an  individual  real  property 
record  for  every  item  of  real  property  and  real  property  improvement 
owned,  leased,  or  otherwise  acquired  and  controlled  by  the  military 
dei«rtment  or  DoD  agency  excluding  assigned  space  in  public 
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bxilldings  accenmodations .  HiIb  will  Include  any  property  and  Improve¬ 
ments  acquired  frem  other  departments  and  govemnent  agencies.  DoD 
agencies  may  maintain  basic  record  cards  as  agent  for  a  military 
department  idxo  will  report  to  OSD  for  them  under  this  Instruction. 
Property  owned  by  the  military  depairtments  which  is  furnished  to 
Defense  agencies  by  use  peimlts  will  be  accounted  fer  and  records 
maintedned  by  the  owning  military  departments.  Biis  is  in  accord¬ 
ance  with  the  provisions  of  Section  6l0,  PL  87-55l|.(reference  e). 

The  military  department  having  real  property  accoimtabillty  for  a 
joint  installation  or  leased  facility  will  be  responsible  for  pre¬ 
paring  and  maintaining  the  inventory  covering  property  of  such 
installation  or  leased  fewiility.  Die  Inventory  (Basic  Records)  will 
be  maintained  in  a  current  status  tmd  in  such  fom  and  manner  as  to 
reflect  the  exact  location  and  position  of  the  real  property  under 
control  of  the  specific  installation  or  activity. 

Each  item  of  property  will  be  sufficiently  described  on  the  basic 
property  record  to  pemit  proper  identification  on  any  plat  map  for 
the  installation.  Each  item  will  eU.so  be  sufficiently  described  to 
peimit  proper  coding  by  DoD  facilities  classes  and  construction  cate¬ 
gory  codes  as  prescribed  by  reference  (b)  and  Attachments  1  and  2 
of  this  Instruction. 

In  the  case  of  an  installation  situated  in  more  than  one  state,  a 
sepeurate  record  ceud  and  report  will  be  made  for  the  portion  of  the 
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installation  located  in  each  state.  A  cross-reference  to  the  instal¬ 
lation,  name  and  state,  will  be  made  on  each  separate  state  record 
card  and  report  for  the  specific  InstaLLation. 

When  an  installation  is  disestablished,  inactivated,  or  declared 
excess,  the  propeirty  of  the  installation  will,  continue  to  be  reported 
in  the  inventory  \mder  its  last  official  title  until  such  time  as  it 
is  converted  to  other  use,  sold,  transferred  to  another  military 
depaitment  or  agency,  or  transferred  out  of  the  account  of  the 
Department  of  Defense. 

Specific 

Hie  basic  property  records  will  show  for  each  item  complete  identifying 
information  including: 

(a)  Installation  Name  -  Die  name  of  the  installation  recorded  will  be 
the  official  designation  of  the  installation  or  base.  In  those 
Instances  idiere  the  installation  or  base  is  generally  known  by 
a  well-recognized  designation  or  location  for  a  long  time,  such 
designation  will  be  Included  in  parentheses  following  the 
official  name.  An  example  of  this  ml^t  be  Haval  Aiixi  1  i€tty  Air 
Station  (SaufLey  Field)  or  Baval  Amphibious  Base  (Little  Creek). 
Hie  identification  nunber  used  by  the  military  depeutaent  will 
be  recorded  for  the  installation.  Pbr  the  purpose  of  real 
property  inventory,  noncontiguous  areas  except  as  caused  by 
consolidation  or  merger  of  Installations,  highways,  railroads, 
rivers,  bays,  etc.,  shall  be  considered  as  separate  installations. 
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Se£9Bent8  of  the  same  functional  base  even  thou^  contiguous 
operated  by  different  casnand  or  administrative  units  may  be 
treated  as  separate  Installations,  e.g.,  shipyards,  air  stations, 
storage  depots,  etc.,  as  long  as  all  property  within  a  designated 
area  Is  reported  at  the  one  location. 

(b)  Location  of  Installation  •  When  the  Installation  Is  within  a 
city  show  the  name  of  the  city  and  state.  When  the  Installation 
Is  not  within  a  city  show  the  name  of  the  county  in  which  the 
headquarters  of  the  installation  Is  located,  and  the  state.  If 
the  Installation  Is  contiguous  to  the  city  limits  It  is  con¬ 
sidered  within  the  city. 

Heareat  City  -  Enter  "within  city"  If  a  city  is  shown  In  the 
block  "location  of  Installation."  Othenrtse,  enter  the  distance 
in  miles  and  direction  frem  the  center  of  the  nearest  sizable 
city  or  town,  i.e.,  9  miles  southeast  of  Blufftown  (not  Blufftown 
9  miles  northwest).  For  this  entry  show  the  city  generally 
eu:cepted  as  the  location, e.g.  Columbxzs  (Georgia)  for  Fort 
Banning  rather  than  Fort  Bennlng  althou^  the  latter  Is  the 
post  office  address. 

Counties  -  Enter  all  counties  in  \dilch  the  installation  is 
located. 

(c)  Hype  -  Dlls  will  Indicate  \diether  the  Inatallation  is  considered 
Industrial  or  non -Industrial.  If  the  major  functions  are  devoted 
to  production,  or  Industrial-type  repair  or  overhaul.  It  will 
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be  designated  as  Industrial;  einy  other  functions  will  be  desig¬ 
nated  as  non-lndustrlal.  In  soae  Instances,  a  ccmplex  consists  of 
separate  Installations,  l.e.,  storage  and  Issue,  manufacturing, 
oveihaul,  etc. 

(d)  Status  -  Dlls  will  Indicate  ^diether  the  installation  is  currently 
active.  Inactive,  standby,  or  excess.  For  an  entire  installation 
recorded  as  excess,  tbj  date  that  the  Installation  was  reported 
excess  to  GSA  will  be  entered. 

(e)  Date  Acquired  -  Ihls  date  will  be  the  first  date  of  occupeuacy 
for  military  use  in  the  case  of  Installations  remaining  con¬ 
tinuously  under  military  control.  If  the  installation  was 
disposed  of  by  the  government  and  reacquired,  the  date  of  such 
reacqulsltion  will  be  shown.  If  the  installation  was  transferred 
to  another  government  agency  and  subsequently  reacquired  by  the 
Department  of  Defense  the  date  of  reacqulsltion  by  the  DoD  will 
be  shown. 

(f)  Function  -  Uxe  mission  of  the  Installation  will  be  briefly  stated. 
If  It  Is  an  Industrial  Installation  the  principal  product  pro¬ 
duced  or  service  rendered  should  be  Included;  If  several  products 
are  produced  or  serviced  enter  the  group  category  such  as  sman 
azms  cazlrldge  production  or  fifth  echelon  repair. 

(g)  Contract  Operator  -  In  the  case  of  a  contractor -operated  govem- 
ment-owned  Industrial  fcu:lllty,  enter  the  name  of  the  contractor 
currently  operating  or  lAo  last  operated  the  facility. 
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(h)  Inventory  Data  -  The  data  will  be  recorded  according  to  the  cate¬ 
gory  shown  In  attachments  1  and  2.  In  this  connection  It  is 
important  that  the  bxiilding  or  structiore  will  be  recorded 
according  to  the  use  for  which  built  unless  it  has  been  con¬ 
verted  or  has  been  redesignated  for  another  use  on  a  continuing 
basis.  In  the  case  of  a  multiple  purpose  building,  significant 
areas  will  be  recorded  according  to  the  major  uses  (except  for 
short  term  or  ancillary  use)  but  the  building  count  will  be 
recorded  under  the  single  bullt-for,  converted,  or  programmed, 
category  comprising  the  largest  segment.  Building  area  will  be 
considered  significant  vhen  5 >000  square  feet  or  more. 

(1)  Buildings  -  For  each  building  (including  relocatable  but 
excluding  portable),  the  building  number  assigned  by  the 
installation  will  be  recorded.  Also,  the  type  of  con¬ 
struction  (i.e.  permanent,  semipermanent,  or  temporary) 
will  be  shown.  (Data  will  not  be  included  for  buildings 
which  are  in  the  process  of  construction  and  are  not  yet 
ready  for  beneficial  .occupancy.  Buildings  will  be  included 
when  beneficieilly  occupied  or  usably  complete,  as  reported 
on  a  preliminary  DD  Form  135^  (see  reference  (c)). 

(2)  Structures  -  The  Identifying  number,  if  such  is  assigned, 
will  be  shown  for  each  structtire  (including  relocatable 
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but  excluding  portable).  It  is  important  to  differentiate 
bxiildlngs  fren  other  structures. 

(3)  Utility  Distribution  System  -  Reference  numbers,  if  such 

have  been  assigned,  will  be  shown  to  identify  those  portions 
of  the  utility  distribution  system  not  cleissified  as  build¬ 
ings  or  structures. 

(l^)  Land  -  Die  number  of  acres  of  land  under  control  of  the 
specific  installation  will  be  recorded.  Diis  will  be 
properly  coded  in  accordance  with  the  category  code  shown 
in  attachments  1  and  2.  It  is  Important  to  distinguish 
accurately  between  lands  acquired  permanently  throu^ 
withdrawal  frexn  the  public  domain  and  those  withdrawn 
tenqjorarily  from  the  public  domain.  The  former  will  be 
coded  912  and  will  represent  those  lands  withdrawn  from 
public  domain  by  executive  order,  public  land  order,  or 
notation  of  land  records.  Public  domain  lands  acquired 
throu^  license  or  i)eimlt  will  be  included  in  category  913- 

In  recording  land  costs,  it  is  important  that  only  the  cost 
of  the  acquisition  of  the  land,  excluding  administrative 
costs  (rights,  etc.)  Incurred,  be  recorded  (the  amount  x>&ld 
to  the  landowner  for  the  land  only).  Other  costs  pertinent 
to  resuiying  the  land  for  certain  future  use  such  as  drainage, 
levelling  and  landscaping  will  be  identified  and 
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included  where  possible  with  the  cost  of  the  facility 
constructed  thereon;  otherwise,  it  is  treated  as  an  expense. 

(5)  Condition  -  This  will  Indicate  whether  the  Inventory  Item 
is  usable  or  nonusable  as  determined  In  euscordance  vrlth 
the  definitions  set  out  in  II  above. 

(6)  Year  Built  -  Ihls  Item  will  show  the  year  built. 

(7)  Area  -  Bils  Item  will  show  the  gross  floor  area  for  the 
real  property  facility  wherever  applicable.  The  unit  of 
measure  (acres,  square  yards,  square  feet)  will  be  used 
when  necessary  (see  symbols  for  units  of  measure  listed  in 
attachments  1  and  2). 

(8)  Ownership  -  This  Item  will  show  \rtiether  the  facility  is 
owned,  leased,  or  being  used  under  license,  peimit, 
tenqjorary  executive  order,  etc. 

(a)  Facilities  in  Ifalted  States,  Territories  and  Possessions  - 
Record  and  report  as  owned  if  title  to  the  facilities  is 
vested  in  the  United  States  Government;  otherwise  report 
as  inleased,  peimit,  and  so  forth. 

(b)  Facilities  on  Foreign  Soil  -  Record  and  report  as  owned 
if  constructed  by  the  Iftiited  States  or  if  constructed 
for  the  IMited  States  with  surplus  camodlty  trans¬ 
action  funds. 

(9)  Units  -  There  will  be  Included  the  units  of  measure  as  appli¬ 
cable  for  each  specific  category  (see  attachment  l) .  These 


11 


(Enel  1) 
Dec  21,  66 


> 


will  be  expressed  In  terns  of  number  of  i)ersons,  linear 
feet,  number  of  family  units,  gallons,  barrels,  etc. 

(lO)  Vacant  Area  -  This  will  Indicate  in  appropriate  tuaits  of 

measure  those  areas  or  portions  of  the  gross  area  which  are 
vacant  and  for  idilch  there  is  no  progrsmned  use  within  a 
12-month  period  frem  the  tQ>datlng  of  the  basic  record  by 
the  controlling  military  department  or  DoD  agency  but  will 
not  Include  those  areas  or  poirtlons  which  are  outgreinted  to 
another  military  department  or  other  governmental  or  private 
user. 

(U)  Outgranted  Area  -  Ihis  will  show  the  area  in  appropriate  units 
of  measure  xised  by  other  military  departments,  government 
agencies,  states,  or  local  governments,  private  enterprise, 
or  individuals. 

(12)  Rental  Received  -  This  item  will  record  the  amount  of  rental 
received  on  an  annual  basis  for  the  use  of  any  speK:e  out- 
granted  (outleased  or  otherwise).  For  rent  free  space  the 
entry  will  be  zero.  Biis  Item  is  for  reporting  purposes 
and  is  not  to  be  recorded  in  the  aillltary  real  property 
accounts. 

(13)  Rental  Pedd  -  This  will  Indicate  the  amount  of  rental  paid 
on  an  annual  basis  for  any  space  which  is  used  by  the  mlll- 
teuy  department  through  lee^e  or  other  transaction  executed 
with  an  agency  or  Individual  outside  the  specific  military 
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dex>artment  or  DoD  dgency.  For  rent  free  space  the  entry 
will  be  zero.  (Dlls  item  is  for  reporting  purposes  and  is 
not  to  be  recorded  in  the  military  real  property  accoimts. 

(lU)  Cost  of  Owned  Construction  -  This  will  represent  the  cost  of 

construction  to  the  United  States  Government,  Including  instal¬ 
led  personal  equlpnent,  administrative  overhead  costs,  and 
costs  of  govemment -furnished  material  and  labor  for  proper¬ 
ties  owned  by  the  U.  S.  Government  (see  reference  (h)).  If 
the  cost  was  not  Incurred  by  the  controlling  installation,  it 
will  be  obtained  from  the  appropriate  department  or  Govemment 
agency  and  recorded  unless  the  Bjjeciflc  facility  was  enquired 
for  military  use  by  lease,  license,  permit,  temporary  execu¬ 
tive  order,  temporary  public  land  order,  or  temporary  terri¬ 
torial  order.  Costs  will  be  estimated  if  actual  costs  cannot 
be  determined.  Die  cost  record  will  be  xoaintained  in  a  manner 
that  will  make  it  possible  to  show  cost  of  Government  improve¬ 
ments  for  complete  facilities  constructed  by  the  Govemment 
on  leased  land. 

Property  constructed  in  a  foreign  country  by  a  military 
department  will  be  reported  as  owned  property  of  the  military 
department  until  such  time  as  its  use  is  no  longer  required 
and  it  is  abandoned  or  dlsx>osed  of  pursuant  to  the  agreement 
with  the  foreign  country  In  idiich  such  property  is  located. 

Ihe  cost  of  such  construction  will  be  included  in  the 
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Imrentory  as  Govensaent -owned  property  during  the  period 
It  Is  iinder  the  control  of  a  military  department,  notwith¬ 
standing  that  in  certain  foreign  countries  title  of  such 
construction  may  pans  at  the  time  of  construction  as 
completed,  or  at  such  time  as  the  property  Is  no  longer 
required  for  military  use  by  U.  S.  Forces. 

Costs  %rlll  be  reported  for  all  facilities  constructed 
from  foreign  currencies  made  available  through  surplus 
coomodlty  tiransactions .  Costs  will  not  be  reported  for 
facilities  constructed  for  NATO,  SEATO,  or  related 
international  type  organizations  financed  from  Joint 
allied  defense  funds  and  reparations  funds  or  for 
foreign  ovmed  properties  meuie  available  at  no  cost  to 
the  United  States. 

(15)  Estimated  VeLLue  -  For  non-Goverement  owned  facilities 
(leased  or  used  on  a  license,  permit,  or  agreement 
with  a  foreign  govenment)  the  estimated  value  of  such 
facility  will  be  recorded.  !Qiis  is  partlculetrly 
necessary  for  housing  or  other  properties  acquired  in 
foreign  coxmtrles.  Repetlr  or  alteration  improvements 
placed  on  proi)erties  held  on  a  license  or  permit  basis 
by  the  U.  S.  Government  will  not  be  costed  as  other 
items  of  capital  improvement;  only  the  ??5tlmated  value 
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of  the  facility  will  be  recorded.  Uie  estimated  value  for  donated 
land  or  other  properties  will  be  recorded  but  this  estimated  value 
will  not  be  included  as  a  cost  to  the  Itolted  States  GovenoBent. 

(16)  Location  Maps  or  Plats  -  Maps  or  plats  identifying  all  areas, 
buildings  and  facilities,  will  be  maintained  as  a  part  of  the  inven¬ 
tory  records  for  the  installation.  Die  maps  or  plats  will  be  of 

a  type  emd  character  that  will  i>exiitlt  reproduction  by  printing 
or  photographing.  Ihese  plats  or  maps  will  be  reviewed  and 
updated  on  a  yearly  basis. 

(17)  Abandonments  in  Place 

a.  Beal  proxjerty  records  will  be  reduced  by  the  real  property 
that. is  abandoned  in  place  or  condemned. 

b.  Regulations  published  by  each  military  department  will 
prescribe  authority  for  condemnation  or  abandonment  in 
place  of  real  property.  Biese  regulations  will  provide 
for  satisfactory  evidence  of  one  of  the  following 
situations  as  a  prerequisite: 

(1)  The  facility  has  been  rendered  unusable  by  new 
construction  and  the  cost  of  removal  would  exceed 
the  sed-vage  value. 

(2)  Die  facility  has  been  rendered  unusable  ly  deterioration 
to  the  extent  that  it  will  not  be  repaired  or 
rehabilitated . 
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(3)  The  facility  has  become  unusable  because  it 

constitutes  a  hazard  to  the  health  and  seifety  of 
personnel  idilch  Is  not  rectifiable  by  c  reasonable 
expenditure  of  funds. 

(l8)  Noninstallation  Property  -  Data  will  be  recorded  on  a  memoran¬ 
dum  basis  for  rei>ortlng  purposes  and  not  Included  In  the  real 
proi)erty  accounts  for  each  leased  facility  vdilcb  is  not  all  or 
an  accountable  part  of  an  Installation  (exclude  assigned  space 
In  public  bvilldlngs  or  facilities  owned  or  controlled  by  an 
agency  outside  the  Depeurtment  of  Defense).  Data  recorded  for 
these  noninstallation  properties  will  show  the  using  organiza¬ 
tion  within  the  military  department,  the  contract  number,  the 
location,  the  type  of  space,  the  area  or  other  measure,  and 
the  annual  rental  p€d.d. 

IV.  REPOmNG  -  INVESTOHr  SlMtARI.,  Etc. 

General 

Ihe  sunmary  volumes  covering  the  inventory,  vhlcb  are  to  be  submitted 
annually,  will  be  prepeu^ed  in  sufficiently  legible  print  to  prevent 
possibility  of  misreading  of  data  therein.  This  is  necessary  because 
innunerable  and  contlniilng  references  are  mcule  to  the  volumes  by  many 
offices.  It  is  desirable  that  the  Sunmary  be  of  a  unlfom  size, 
preferably  8"  x  lO-l/S".  Although  not  mandatory,  the  overseas 
portion  may  be  included  in  a  separate  volume.  The  appropriate  security 
classification  will  be  used  for  each  page  and  volume  in  its  entirety. 
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The  pages  of  each  section  of  the  Inventory  Sunmary  will  be  consecu¬ 
tively  numbered,  printed  on  both  sides,  and  fastened  In  an  appro¬ 
priate  manner.  The  covers  used  for  binding  will  be  of  a  stiff  hard¬ 
back  material  of  sufficient  strength  to  pexmlt  stowing  on  edge  within 
file  cabinets. 

Specific 

(a)  Sections  -  Tlie  Inventory  Sunmary  will  consist  of  four  (U)  sections 

(l)  Index,  (2)  Consolidated  Categories  Summaries,  (3)  Individual 
Installation  Sunmary,  (4)  Sunmary  of  leases.  In  addition  there 
will  be  a  sheet  showing  the  key  to  codes  and  abbreviations,  and 

a  table  of  contents. 

(b)  Color  Scheme  -  Bie  printing  of  the  Inventory  Sunmary  will  be  as 
follows ; 

(1)  Preface  printed  on  yellow  paper. 

(2)  Table  of  Contents  printed  on  yellow  paper. 

(3)  Section  I,  Index,  printed  on  yellow  paper. 

(4)  Section  II,  Consolidated  Categories  Sxmmaries,  printed  on 
green  paper. 

(5)  Section  III,  Individual  Installation  Sunmary,  printed  on 
^ite  paper. 

(6)  Section  IV,  Sunmary  of  leases,  printed  on  pink  paper. 

(7)  Key  Codes  and  Abbreviations  printed  on  white  paper. 

(c)  Section  I  -  Section  I,  Index,  will  have  three  Indexes  prepared  In 
accordance  with  attachment  3,  "Alphabetical  Index"  of  all  instal¬ 
lations  In  the  United  States,  possessions,  and  foreign  countries 
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sei>£irately;  attachment  k,  "Alphabetical  Geographic  Index"  of  in- 
atedlations  in  each  State,  the  District  of  Columbia,  possessions, 
and  foreign  countries  arranged  in  sequence  of  States,  possessions, 
and  foreign  countries;  and  attachment  "Alphabetical  Industrial 
Index  by  Status"  of  Industrial  installations  in  the  United  States, 
possessions  and  foreign  countries.  The  index  covering  Industrial 
installations  will  be  arranged  in  sequence  of  active,  standby,  and 
excess  and  within  the  active,  standby,  and  excess  8u:cording  to 
Government  operated  and  contractor  operated.  There  may  be  a 
fourth  Index  by  military  comaand  or  bureau  if  considered  necessary 
by  the  military  departments. 

(d)  Section  II  -  Section  II,  the  Consolidated  Categories  Sxmmiaries 
will  contain  the  tabulations  required  in  attachment  6. 

Data  required  for  each  category  (as  shown  in  attachment  l)  in  the 
tabulations  prei)ared  in  accordance  with  attachment  7  will  Include 
type  of  ownership  (owned,  inleased,  license,  etc.,  from  other 
than  a  military  dej>artment,  and  permit  from  another  military 
department),  by  type  of  construction  (permanent,  semipermanent, 
and  temporary).  For  items  (4)  throu^  (12)  of  attachment  6, 
category  tabulations  are  required  only  by  geographic  totals. 
Tabulations  by  the  segments  in  (4)  throu^  (12)  of  attachment  6 
for  individual  state,  possession,  and  foreign  country  will  be 
one-line  totals  prepeued  on  attachment  8  (for  these,  thr'e  is 
no  shred-out  by  category) . 
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(e)  Totals  -  Totals  will,  be  shown  for  an  appropriate  colmms  as 
indicated  on  the  various  attachments. 

If  there  is  prox)erty  held  under  peimit  from  another  military 
department,  a  memorandum  entiy  of  the  nunber  of  buildings  and 
square  feet  therein,  and  the  acres  will  be  included  on 
attachment  7-  This  will  eliminate  duplication  %ri.thin  DoD  totals. 
Installation  Count 

The  total  n\miber  of  Installations  by  type  will  be  reported  on 
attachment  9;  a  separate  attachment  9  will  be  prepared  for  each 
major  geographic  area,  i.e.,  U.  S.,  Possessions,  and  Foreign 
Countries.  Multiple  count  installations  will  be  shown  as  a 
memorandum  on  attachment  9  as  indicated  by  footnote  (c). 

(f)  Inventory  Changes  -  Section  II  of  the  inventory  volumes  will 
contain  a  tabulation  of  real  estate  ewquisitions  emd  disposals 
idiich  have  taken  place  during  the  fiscal  year  within  each  of 
the  major  geographic  areeis  (i.e..  United  States,  possessions, 
and  foreign  countries).  Biese  net  changes  will  be  recorded  by 
the  state  or  country  (foreign  or  possession,  as  applicable) 

in  the  respective  geographic  groupings.  This  tabulation  will 
be  prepared  in  accordance  with  attachment  10  to  show  not  only 
the  net  change  but  the  actual  gross  acquisitions,  gross  dis¬ 
posals,  euid  inventory  adjxistments  (net)  occurring  during  the 
CTjrrent  fiscal  year  being  reported.  Data  for  the  "improvements"^ 
line  will  cover  all  jxropeirty  except  land.  Data  on  additions  and 
alterations  to  facilities,  whenever  such  are  appropriately 
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capitalized,  will  be  included  as  "acqulsitionB.”  Data  in  the 
"inventory  adjustaients"  colunns  (9  and  10  of  attachment  10 )  will 
cover  only  corrections. 

(g)  Section  III  -  Section  III,  the  Indlvidvial  Installation  Sunnary 
for  each  Installation,  will  be  prepeired  in  accordance  with 
attachment  11.  Installation  sumnary  sheets  will  be 
arranged  in  alphabetical  order  within  each  state  for  the 
United  States,  each  possession,  and  each  foreign  coimtry. 

(1)  Line  Item  Detail  -  A  separate  line  of  data  will  be  shown 
for  each  category  included  in  attacbment  1  by  type  of  owner¬ 
ship  (owned,  inleased,  license  from  other  than  a  military 
dei)artment,  and  permit  from  another  militeury  department)  for 
each  type  of  construction  (permanent,  semipermanent,  or 
temporary) • 

(2)  Totals  -  Totals  will  be  shown  for  the  appropriate  columns 
of  attachment  11  (the  same  as  required  on  attachment  7). 

(h)  Section  IV  -  Section  IV  will  contedn  detail  information  on 
individual  leases  idiich  are  not  all  or  part  of  a  specific 
installation.  Data  included  in  this  Section  will  be  as  shown  on 
attachment  12.  Location  will  include  city  and  street  address  ^diere 
applicable;  otherwise,  the  covinty  will  be  shown. 

Data  in  Section  IV  will  be  reporiied  by  location  within  the  three 
major  geographies  (United  States,  possessions,  and  foreign 
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countries).  A  total  will  be  shown  t  the  end  of  each  state, 

each  country,  and  each  major  geographic  area  showing  the  nianber 
of  individual  leases  and  the  cost  of  the  annual  rental  therefor. 
In  addition  a  one-line  entry  will  be  shown  for  the  leases 
included  in  Section  HI  followed  by  a  grand  total  line  for  each 
state,  each  country,  and  each  major  geographic  eirea  covering 
the  leanes  in  Sections  III  stnd  TV  of  the  Inventory  Summary. 


Attachments  -  12 

1.  Key  to  Codes  and  Abbreviations -Categories 

2.  Category  Short  Titles 

3.  Alphabetical  Index 

4.  Alphabetical  Geographic  Index 

5.  Alphabetical  Industrial  Index  by  Status 

6.  Consolidated  Categories  Summaries 

Requirements 

7.  Summary  Inventory  Data  of  Military  Real 

Property  by  Construction  Categories 

8.  Simmiary  Inventory  Data  of  Military  Iteal 

Property  by  Location 
9*  Number  of  Installations  by  Type  and 
Location 

10.  Inventory  Changes  During  Fiscal  Year 

11.  Installation  Suimnary  of  Real  Property 

12.  Listing  of  Indlvldvial  Leases  Not  All 

or  Part  of  an  Installation 
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Coaethl  Fvotectl«  MelUtlaa 
lerhqr  ead  CQaatal-MDonaf 
terbor  ead  Caaetal  Hirlaa  Ii^roaeaeote 
■arbor  ead  Coaatal<4h«dclhc 
Other  larbor  ead  Coaetal  facilltiea 
TraiAias  BuHdlaf 
TralAlac  Pbcllltiee-Othcr  thar 
Sulldl&f 

Mala  tenaace -Aire  raft 
Malacaaaace-Oulted  Nleellee 
Nalateaaaea-Shlpa*  Sparce 
NalataaeAce-TaBk,  Autaaotlve 
HalDteaaoce -beapooe ,  Sparce 
Haiatenaaee-AMiDltioa,  teploaivce, 

Tolce 

MalataBaaca-SlectroBlee  ead  Ciilirl- 
eatloo  Cvulpacst 

Wtiatanance-fbellltlee  for  MlaealJh- 
aeoue  Procured  Iteaw  and  Bfipaa&t 
NalataaaDee-tnataUatlaa,  Mrpalr  aod 
Operatloa 

Produc  1 1  oa -Ai  rc  raft 
Productlaa<4uldad  Mleellae 
ProAtctloa-dklpef  Spaiae 
Productlca-lbak  -  Autcaotlre 
produetloB  Hcapaae»  Sparee 
Productlao-AMBLltioB,  Kxploelvce 
Ttaclce 

Productloo-dlactroalce  ead  Coaauoi- 
catloae  fipiliMent 
Productioo-I^llltiee  for  Klecd- 
laaeoue  Procured  Iteaa  aad  B^uliaeot 
Productloa-DCD  HaleteoaDcc,  !hpadr 
and  OpcratloB  of  laatallatiane 
Areearcb  aad  OereloiBeat  aod  Tbet 
Bulldlafe 

Ihaaareb  aad  OereloiBeot  end  Ibet  - 
Other  ttaa  leii 
Liquid  ^1  StoradB-Buih 
Liquid  fTTnreqa  Other  Ihaa  bbtar,  Pbai 
aod  Pr^peUaate 


421 

ma  9im/mtot 

Aamualtico  Storeqe-Oepot  aad  Arecaal 

ii22 

ma  Btai/UBri 

AMoaltloB  Storaqe-Iaetall«::ga  aao 

■eadjr'Ieaue 

423 

ma  aioR/Lian 

AaaualtlaB  Storaqe-Liquld  Prope  Hat. \ 

^31 

CCKS  StOB/ODWT 

Cold  Storade-Depoi  end  la-traaei'- 

-32 

SSS  SIOB/IBT 

Coid  Stxirace •Iaatallat:oc  aad 

••41 

oar  sm/iSfCT 

Stomqe-Ci^ercd-Depot  ead  Areeoa^ 

442 

cor  mom/am 

Stor^B^overad-laetallatlan  aad 

OrfBlcatiaaal 

451 

OKI  am/am 

Storage -Open;  Depot 

452 

OH*  aim/imp 

Storage-Opao;  lzmta.llatlaa  aod 

Orfal  aat  i  oaal 

510 

waenuL  uscb 

loapltal  lul Idlaga 

520 

arxMm  iiso 

Infirmary  ^Idloga 

530 

4  fr  TTfW 

Lahoratorlea  aad  CHalc* 

540 

rUTBT  CTiTTtrai 

Daatal  Clialca 

550 

Ulfll—WMITgi 

Plapeaaanca 

6io 

AJMnWPa  MIMK 

Agalalatratlve  Dulldiage 

620 

BUI  aoDc/OBoi 

AdmlaLlatratlee  Stmeture-Ubdergrouod 

690 

Ml  tama/ama 

AtelAlatrmtlva  Strveturaa-Other 

711 

rm  maflimK 

Pbally  loualag-^hmlltage 

712 

im  ma^ratjna 

Pbmiljr  ■oualag-Crmilara 

713 

tm  HO/BI  STB 

Family  loualag-Praller  Site# 

714 

m  mo/mt  nc 

Pbaily  loualag-Dataehed  Pacilltlea 

721 

nma/aiAi  mm 

Troop  Bouelng  1  DarTmeka  w/Mraa 

722 

•ama/m/vD  me 

Troop  ■ouelaC'M  SarracAa  w/o  Haae 

723 

a  wyiMT  ttc 

nmafyia 

Troop  louali^-hetaJMd  facilltiea 

724 

Troop  ng-aHi»an ifir  Officers  <hmj^rs 

725 

nnii^wwT 

Troop  Boualaq  fcergrncy 

730 

PBt  8Dn/BfC 

C<^mnlty  PaelUtlea-prreaanel  Support 

aad  Serrlee 

740 

atmam/iaa* 

Pacllltlee  Maralf ,  bcifarc  aod 

■eczaatloahl-Xaterlar 

750 

mteam/aap 

Cc^aualty  Paellltiea.4lamle .  yelfare  aad 

thereat  looml  ^sierior 

du 

naenac/Bcuia 

flee  tn  cl  ty -Source 

812 

cae/isn  an 

Clectrlelty-IMatrlbutioD  aad 

Traaaalaeloa  Llaee 

821 

aui/siii/sauicz 

■eat,  Steaa^ource 

d22 

aua/eai/am 

■eat,  StaM-TroMmiaelaD 

823 

BR/aaB/Boia 

■eat,  Qaa  'Bourrr 

624 

am/am/ma* 

■eat,  Qae-TraaaalealcB 

831 

dEWMBAlMr  DE? 

Sewage  aod  laduatrlal  Uaate -Treatment 

832 

mOt/CCUBCT 

Sewage  aad  laduetnal  Maste -Collect Ion 

833 

vtata/mr  c*n 

Refuac  aad  Garbage 

841 

wna/aumi 

Uater-Si^ly,  Traataeot  aad  Storage 

842 

won/ouaiiBn 

Uater-DAdtrlbutloa  Syatam 

843 

851 

m/ID*  pmaut 
lima  • 

bater-Plre  Protectloo 

Roads 

852 

warn  mnoK 

Sidewalk*  and  other  peveaeat 

860 

mmaaoK 

Railroad* 

071 

nouD/niAiiAiz 

CrouBde  Drainage 

072 

laaaD/mciM; 

Crouads  l^aclhg,  Oatee  aod  Guard  Towere 

600 

Aujm  nstoa 

PSre  aad  Other  Alarm  Syeteae 

890 

uzo/taac 

Miecellaaeoue  Utllitiee 

9U 

um>/Bis/niut 

Imod  Arrebaac,  Coadsmaatioo,  DomattoD 

or  Tranefer 

912 

LWB/KB  IX1MI3 

Pibllc  Domain  vithdrawal 

913 

ujatraa  m 

Tbaperary  l/ee  Llceose  or  tbrmlt 

921 

SaMtat 

922 

um/maBSE 

lo-lease 

923 

UM)/romcM 

Pcrel^  Rlghte 

8TMS0L8  POP  q»lTB  OP  NBA3UBE 


gpeoL 

mzT  cr  MASum 

AC 

aeree 

rr 

ID 

hoapltal  beds,  uoiaal  capacity 

V 

BO 

>««< 

TP 

BL 

barrala,  eapacl^ 

MX 

BT 

■rltleh  tteimal  Dblta  per  hoar. 

OM-eltp 

10 

n 

bona 

CSi 

CP 

euMc  feet 

8P 

FA 

family  wlte 

81 

PB 

fa«t  of  berthlx^,  linear 

ft 

FP 

feet,  linear 

Ci 

GA 

fUoae,  edacity 

tB 

0VBIR8IZP  AID 

T  T  P  ■  8 

Op  coil 

UPT  CF  >gA8OTg 

bllorolt  eaptree,  capacity 
feat,  llaear 

gr^  par  dap,  capacity 
allae,  atatuta 
paraoea,  daalfad  capacity 
outleta,  maber  of 
equajv  feet 
el  tea 

aquarc  yarde  •  aqaarc  ynrde  of  dachlaq 
toaa  per  day 
▼ahlcla,  laabar  of 


AlP  IB8TALLATI01S 


rm  or  cctwctiob  com 


cwiawdip  oca 


TTTi:  or  agTALLAgCB  CCtg 


cco  rm 

p  -  ^raanrat  Bulldlnf 
8  -  SaadpaaHaant  Bulldlin 
T  -  Ibaporary  Pulldlat 


cen  owBBgip  ccce  rm 

1  -  Ovaad  FBtf  .  ^laaBast 

2  -  Xaaaad 

3  -  Lleaaaa,  permit,  tMpinary  caeeutiTe  order 

or  t^^orary  tarrltarial  order  free 
other  ttaaa  a  allltaiy  department 
b  -  Permit  frtB  amother  military  department 


UMP  -  Mmporary 


(Att  2  to  End  :) 

Dec  21,  66 


INVENTORY  OF  MIUTARY  REAL  PROPERTY 
CATEGORY  SHORT  TITLES 


CATEGORY  ONITS  OF  MEASURE  CATEGORY 

NO.  SHORT  TITLE  BLDG  AREA  UNITS  NO.  SHORT  TITLE 


UNITS  OF  MEASURE 
BLDG  AREA  IMTS 


ill 

RUNWAYS 

SY 

112 

TAXIWAYS 

SY 

113 

APRONS 

SY 

116 

OTHER  AFLD  PVMT 

SY 

121 

FUEL  DISp/ACFT 

BG 

SF 

OL 

122 

fuel/disp/marin 

OL 

123 

FUEL  DISP/LAND 

BG 

SF 

OL 

12U 

OPER  FUEL  STOR 

GA 

125 

FUEL/POL  UNES 

(BG) 

(SF) 

MI 

126 

FUEL  DISP/OTR 

(BG) 

(SF) 

131 

COMMS  BUILDINGS 

BG 

SF 

132 

COMMS/OTHER 

133 

NAV  TR  AID/BLDG 

BG 

SF 

I3i* 

NAVTR  AID/'OTHER 

135 

COMMS  LINES 

MI 

136 

AFLD  PVWT  LUNG 

ft 

l4l 

LD  OP/BLDG 

BG 

SF 

142 

LD  OP/HELIUM 

BG 

SF 

149 

LD  OP/OTHER 

151 

WTRFR  OP/PIERS 

SY 

FB 

152 

WTRFR  OP/WHARFS 

SY 

FB 

153 

WTRFR  OP/CARGO 

SY 

154 

WTRFR  OP/SEAWAL 

159 

WTRFR  OP/OTHER 

l6l 

HARBOR  PROT  FAC 

162 

COAST  PROT  FAC 

163 

HARBR  CST/MOORG 

l64 

harbr  cst/marin 

165 

HARBR  CST/DREDG 

SY 

169 

harbr  cst/other 

171 

training/ BLDGS 

BG 

SF 

179 

training/other 

211 

mnt/aircraft 

BG 

SF 

212 

mnt/gluded  mis 

BG 

SF 

213 

MNT/SHIPS 

BG 

SF 

214 

Mirr/TANK  AUTW 

BG 

SF 

215 

MNT/WEAPONS 

BG 

SF 

216 

MNT/AMMUNITION 

BG 

SF 

217 

mnt/eiecnx/cqms 

BG 

SF 

2ie 

mnt/misc/proc 

BG 

SF 

219 

mmt/ins  rep  opn 

BG 

SF 

221 

prod/aircraft 

BG 

SF 

222 

prod/guided  mis 

BG 

SF 

223 

prod/ships 

BG 

SF 

224 

PROD/TANK  AUTMV 

BG 

SF 

225 

prod/weaponb 

BG 

SF 

226 

prod/ammunition 

BG 

SF 

227 

prod/eiecnx/com 

BG 

SP 

228 

PROD/MtSC/PROC 

BG 

SP 

229 

PROL/MNT  REP  OP 

BG 

SF 

310 

R  D  TEST  BLDGS 

BG 

SP 

390 

R  D  TEST  OTHER 

4ll 

IIQ  fUEL  STOR 

4 12 

LIQ  STOR  OT  WF&P 

BG 

SF 

421 

ammo  stor/depot 

BG 

SF 

422 

AMMO  STOR/INST 

BG 

SF 

423 

ammo  stor/liqpr 

BG 

SP 

431 

com  stor/depot 

BG 

SF 

432 

com  STOR/IIBT 

BG 

SF 

4165.14  (Att  2  to  Enel  l) 
Dec  21,  66 


CATEGORY 

units 

OF  MEASURE 

NO. 

SHORT  TITI£ 

BLDG 

AREA 

UNITS 

441 

cev  stor/depot 

BG 

SF 

442 

cov  stor/inst 

BG 

SF 

451 

OIEN  stor/depot 

SY 

452 

OPEN  STOR/IKST 

SY 

510 

HOSPITAL  BIJX3S 

BG 

SF 

BD 

520 

INFIRMARY  BIXIGS 

BG 

SF 

BD 

530 

LABS  &  CLINICS 

BG 

SF 

540 

DENTAL  CLINICS 

BG 

SF 

550 

DISIENSARIES 

BG 

SF 

6io 

AEMINISTR  BIIX3S 

BG 

SF 

620 

AI»<  STRUC/UNDGR 

SF 

690 

MM  STRUC/OTHER 

711 

FAM  HSG/DWELLG 

BG 

SF 

FA 

712 

FAM  HSG/TRAII£R 

FA 

713 

FAM  HSG/TR  site 

FA 

714 

FAM  HSG/DET  FAC 

(BG) 

(SF) 

721 

trhsg/em/w  mess 

BG 

SF 

MN 

722 

trhsg/em/wo  mes 

BG 

SF 

MN 

723 

TR  HSG/DET  FAC 

BG 

SF 

724 

TR  HSG/BOQ 

BG 

SF 

MN 

725 

TR  HSG/EMERCENCY 

(BG) 

(SF) 

MN 

73c 

EERS  SUPP/SVC 

BG 

SF 

74o 

community/inter 

BG 

SF 

750  ccmmumity/exter 


CATEGORY 

units 

OF  MEASURE 

NO. 

SHORT  TITI£ 

BLDG 

AREA 

UNITS 

811 

EIECTRIC/SOURCE 

BG 

SF 

KV 

812 

eiec/distr  twsn 

lf 

821 

heat/stm/source 

BG 

SF 

BT 

822 

HEAT/STM/'IMSN 

LF 

823 

heat/gas/source 

BG 

SF 

BT 

824 

heat/gas/tmsn 

LF 

831 

SEHATS/TRMT  DSP 

(BG) 

(SF) 

TG 

632 

sewacs/couect 

LF 

833 

waste/ref  garb 

(BG) 

(SF) 

TN 

841 

watbr/supply 

(BG) 

(SF) 

TG 

842 

water/distribtn 

LF 

843 

wtr/non  potable 

LF 

851 

ROADS 

SY 

MI 

852 

WAUCS  PARKING 

SY 

860 

railroads 

MI 

871 

ground/drainage 

LF 

872 

ground/fencing 

LF 

880 

alarm  systems 

BX 

890 

otil/misc 

BG 

SF 

911 

land/held/milit 

AC 

912 

land/pub  DCmiN 

AC 

913 

lahd/temp  use 

AC 

921 

lahd/easements 

AC 

922 

LAND/INIEASE 

AC 

923 

land/foreign 

AC 

NOTE:  Add  BG  &  SF  to  those  categories,  where  BG  and  SF  are  not  listed  above, 
when  buildings  are  reported  for  the  categories. 

In  those  categories  \diere  BG  and  SF  are  in  parentheses,  either  buildings 
or  non-buildings  may  be  reported. 


2 


Hame 

Aberdeen  Proving 
Industrial 
Aberdeen  Proving 
Nonindustrial 
Penning ,  Fort 
Penning,  Port 
Penning,  Fort 
Pragg,  Port 

Etc. 


^165. (Att  3  to  Enel  1) 
Dec  21,  66 

FORMAT 


INVENTORY  OF  MILITARY  REAL  PROPERTY 


Alphabetical  Index 


Nearest 

City  1/ 

State 

Command 
or  Pureau 

Page 

Number 

Ground 

Paltimore 

Maryland 

AMSTE 

158 

Ground 

Paltimore 

Maryland 

AMSTE 

159 

Columbus,  Ga.l/ 

Alabama 

3rd  A 

4 

Columbus 

Georgia 

3rd  A 

45 

Fort  Walton 

Florida 

3rd  A 

37 

Fayetteville 

N.  C. 

3rd  A 

302 

1/  As  shown  on  Section  III  Individual  Installation  Summary. 


FORMAT 


U165.14  (Att  U  to  Enel  1) 
Dec  21,  66 


INVENTORY  OF  MILITARY  REAL  PROPERTY 


AlphabetlcaLl  Geographic  Index 


Nearest 


Name 

City  1/ 

County  2/ 

Status 

Page 

MARYLAND 

Aberdeen  Proving  Groimd 
Industrial 

Baltimore 

Harford 

Inactive 

158 

Aberdeen  Proving  Ground 
Nonindustrial 

Baltimore 

Harford 

Active 

159 

Curtis  Bay  Storage 
Activity 

Baltimore 

Ann  Arundel 

Active 

160 

Edgewood  Arsenal 
Industrial 

Baltimore 

Hairford 

Active 

161 

Edgewood  Arsenal 
Nonindustrial 

Baltimore 

Harford 

Active 

162 

Edgewood  Arsenal  Ord 
Assembly  Plant  Ind 

Baltimore 

Harford 

Inactive 

163 

NIKE  Washington- 
Baltimore  35 

Wash  D  C  1/ 

Prince  George 

Excess 

164 

Point  Lookout 

Confederate  Cemetery 

Wash  D  C  1/ 

St .  Marys 

Inactive 

165 

Etc . 


1/  As  shown  on  Section  III  Individual  Installation  Sunmary. 
2/  County  of  main  Hq,  if  in  more  than  one  coimty. 


Ui65.14  (Att  5  to  Enel  l) 
Dec  21,  66 

FORMAT 

INVENTORY  OF  MILITARY  REAL  PROPERTY 
Alphabetical  Industrial  Index  by  Status 


Nearest  Pa^ 

Name  of  Installation  City  Covmty  State  Number 

Active 

Aberdeen  Proving  Ground  Baltimore  Harford  Maryland  I58 

Inactive 

Alabama  Army  Ammimltlon  Plant  Talladega  Talladega  Alabama  3 

Badger  Army  Ammunition  Plant  Madison  Sauk  Wisconsin  452 

Cornhusker  Army  Ammunition  Plant  Grand  Island  Hall  Nebraska  215 

Excess 

Kingsbury  Ordnance  Plant  La  Porte  La  Porte  Indiana  92 

Etc. 


CONSOLIDATED  CATEGORIES  SUMMARIES  REQUIREMENTS 


4 


4i65.1*^  (Att  6  to  Enel  1) 
Dec  21,  66 
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DEPARTMENT  OF  DEFENSE 
DIRECTIVES  SYSTEM  TRANSMITTAL 


Li  I  S  1 11 1  B U  T  I  Om 


4165.  14  -  Ch  1 


ATTACHMENTS 


January  10,  1967 


4100  series 


Attachpaents  6  and  b  to  Enclosure  1  to  DoD  Instruction  4165.  14,  Dec  21,  66. 


INSTRUCTIONS  FOR  RECIPIFNTS 

CORRECTION 

Attachment  6  to  enclosure  1  to  DoD  Instruction  4165.14,  "Inventory  of  Military  Real 
Property,"  dated  December  21,  1966,  has  been  corre-ted. 

ubstitute  attachments  5  and  6  herewith  for  those  originally  distributed. 


MAURICE  W.  ROCHE 

Director,  Correspondence  and  Directives  Division 
OASD(Administration) 


WHEN  PRESCRIBED  ACTION  HAS  BEEN  TAKEN,  THIS  TRANSMITTAL  SHOULD  BE  FILED  WITH  THE  BASIC  DOCUMENT 


PRfVlOuS  COtTfOWS  OPSOltlf 
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DEPARTMENT  OF  DEFENSE 
DIRECTIVES  SYSTEM  TRANSMITTAL 

(.uilf  E»  ln*l  E  .  V  TP  I  0117  I  On 

4li6.  14  -  Ch  Z  January  15,  1971  4100  series 

/ITJ*C»»<£NT5 


None 


INSTRUCTIONS  FOR  RFCIFims 

The  following  pen  changes  to  Department  of  Defense  Instruction  4165.14, 
"Inventory  of  Military  Real  Property,"  dated  December  21,  1966,  have  been 
authorized: 

PEN  CHANGES 

1.  Page  2,  Subsection  IV.  A.  ,  Last  line  -  Delete  the  words  "calendar  and". 

2.  Page  2,  Subsection  IV.  D.  ,  Line  four  -  Insert  a  period  after  "Administration" 

and  delete  the  balance  of  the  sentence. 

EFFECTIVE  DATE  AND  IMPLEMENTATION 


This  change  is  effective  immediately.  Two  (2)  copies  of  implementing  regulations 
shall  be  forwarded  to  the  Assistant  Secretary  of  Defense  (Installations  and 
Logistics)  within  sixty  (60)  days. 


MAURICE  W.  ROCHE 

Director,  Correspondence  and  Directives  Division 
OASD(  Administration) 


WHEN  PRESCRIBED  ACTION  HAS  BEEN  TAKEN.  THIS  TRANSMITTAL  SHOULD  BE  FILED  WITH  THE  BASIC  DOCUMENT 


SD  /.r.,  106-1 


T  1  ». 


DEPARTMENT  OF  DEFENSE  >  ^ 
DIRECTIVES  SYSTEM  TRANSMIHAL 

NUMPE  H  jOA  1  fc  1  M  H  I  1  1  On 

4165.14  -  Ch  3  !  November  13,  1972  I  4100  series 

»n  ACMMENTS 

Attachments  1  and  2  to  enclosure  1  of  DoD  Instruction  4165.14,  12/21/66 


INSTRUCTIONS  FOR  RECIPIF.NTS 

The  following  pen  and  page  changes  to  DoD  Instruction  4165.  14,  "Inventory  of 
Military  Real  Property,"  dated  December  21,  1966,  have  been  authorized: 

PEN  CHANGE,  PAGE  1 

Change  the  date  of  reference  (b)  to  "September  1,  1972" 

PAGE  CHANGES 

Remove:  Attachments  1  and  2  to  enclosure  1 
Insert:  Attached  replacement  pages. 

Changes  are  indicated  by  marginal  asterisks. 

EFFECTIVE  DATE  AND  IMPLEMENTATION 

The  above  changes  are  effective  immediately.  Two  copies  of  revised  implementing 
regulations  shall  be  forwarded  to  the  Assistant  Secretary  of  Defense  (Installations 
and  Logistics)  within  90  days. 

MAURICE  W.  ROCHE 

Director,  Correspondence  and  Directives  Division 
OASD{  Comptroller) 


WHEN  PRESCRIBED  ACTION  HAS  BEEN  TAKEN,  THIS  TRANSMITTAL  SHOULD  BE  FILED  WITH  THE  BASIC  DOCUMENT 
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Coounicatlons  Equipment 

912 

IAIP''PTI  DOMAIN 

Public  Domain  Withdrawal 

228 

PPOO/MISC/PROC 

Production-Facilities  for  Miscella* 

913 

land/tbap  use 

Temporary  Use  License  or  Perml*. 

neous  Procured  Items  and  Equipment 

•  91*. 

und/terbitoby 

Public  Land-Territories  and  possessions 

• 

229 

PBOD/Min’  REP  OP 

Productlon-OoD  Mslntenance,  Repair 

921 

LAND/SASEMaVTS 

Easement 

and  Operation  of  Installations 

922 

lARD/lNLEASE 

In- lease 

310 

R  0  TEST  BLDGS 

Research  and  Development  and  Test 

923 

lARD/POREIGN 

Foreign  Bights 

Buildings 

•  931 

BUILDINGS 

Buildings 

390 

R  0  TEST  OTHEP 

Research  and  Developa^ot  and  Test 

•  932 

SITE/lMPR 

Site  Improvement 

Other  than  Buildings 

•  933 

DO40 

Demoli tlon 

Ull 

LIQ  FUEL  STOR 

Liquid  Fuel  Storage-Bulk 

*  93‘‘ 

siTE/iMp/cirr 

Site  lurprovetnent-Cut  and  Fill 

‘.12 

STOR  07VF1P 

Liquid  Storage  Other  than  Water, 

•  939 

cnrHEB 

Other 

Fuel  and  Propellants 

U21 

AMMO  STOR/DBPOT 

Aianunitlon  Storage-Depot  and  Arsenal 

U22 

A.'WO  STOR/INST 

Ansunition  Storage-Installation  and 

Ready- Issue 

U23 

AMMO  STOR/UQPP 

A^unition  Storage-Liquid  Propellant 

.  kZk 

BAT  STR/WPR  REL 

Weapon-Related  Battery  Storage  • 

•  ‘.25 

AMMO  STR/OP/OTR 

AsBunltion  Storage,  Open  fbd  (Other)* 

SYMBOLS  FOR  URI 

T  3  0 

r  MEASURE 

SYHBOLj 

UNIT  OF  MEASURE  SYMBOL 

UNIT  OF  MEASURE 

' 

AC 

acres 

KV 

kilovolt-amperes,  capacity  (KVA) 

BD 

hospital  beds 

Qoroml  capacity 

LF 

feet,  linear 

BL 

barrels,  capacity 

•  MB 

British  thernal 

unit  per  hour,  capacity  • 

BX 

boxes 

Ml 

miles,  statute 

CF 

cubic  feet 

MR 

persons,  designed  cspaclly 

CY 

cubic  yards 

OL 

outlets,  number 

of 

FA 

each 

•  OU 

operating  units 

« 

•  FA 

fAHlly 

• 

•  SE 

seats 

• 

P'B 

feet  of  berthing,  linear 

SF 

square  feet 

GA 

gallons,  capacity 

SY 

square  yards 

*  iV. 

gallons  oer  nlnute,  capacity  • 

*  TN 

tons,  capacity 

• 

'  KG 

thousand  gallons  per  day,  capacity  • 

VE 

vehicle,  number 

of 

•  KW 

kilovatts 

• 

0  V  N  E 

FSHIP  AND  TYPES  OF  CONST 

RUCTION  AND 

INSTALLATIONS 

TYPE  OP  COWSTRL'CnON  CODE  OWHEJCHIP  CODE 

TYPE  OF  INSTALLATION  CODE 

CODE  TYPE 

CCH>S  OWNETlSKir 

CODE  TYPE 

P  -  PeruBnent  Building  1  •  Oi/ned 

PERM  -  Peromnenl 

S  -  Semipermanent 

Building  2  -  Leased 

TEMP  -  Temporary 

T  -  Temporary  Building  3  "  License,  permit 

,  temporary  executive 

rder 

or  temporary 

territorial  'irder  fr  xn 

-other  than  a 

military  department 

**  -  Permit 

from  another  military  depur'ment 

#Flr6(.  sawtidncnt  {Ch  3»  11/13/72) 

/ 


lAt.t  :■  to  t.hol  1' 

Doc  21;,  G(j fl 


rr.n,'ENTORy  of  military  real  propl’rty 


CAl'ElXlRY 

UN  2 

’S  OF  MEASiJRE 

oA'i'E'x  RY 

1  ]  T 

.  ' !-  I-L 

AS  URL 

NO. 

SHORT  TITLE 

BLD! 

i  /iREA 

ITR^TS  MY: 

BLDG 

ah,^.a 

IT!  ITS 

Ill 

ROIMAYS 

SY 

r^ii 

‘.L.r/A:E'-'RAEr 

112 

TAXIWAYS 

b  1 

SIP 

'■YA  i 1'  iu  A’ 

Y-G 

D  ;• 

1  1  •' 

APRONS 

^.V 

213 

‘-YIT  ‘ 

- ;  'i 

llo 

''rifER  Al'L!)  pvm: 

•"  1 

Zlh 

CC. 

GY 

215 

MNT''WKAPOKS 

HG 

c. 

* 

121 

FUEL  DiSP/ACFi' 

BG 

3F 

GM 

*  216 

Min'/Af'lMUNITiOi' 

BG 

O 

* 

2^00 

f\IEL,/DISP/l4ARrN 

GiM 

♦  217 

t^JT/ELFCKX/nOMS 

BG 

SF 

123 

FiniL'  disp/laio 

BG 

OL 

218 

lElT/MISC/PROC 

uj : 

S 

12U 

OPER  FUEL  STOR 

GA 

219 

MNT/n«S  REP  OPN 

BG 

C  4' 

125 

FUEL/ POL  LINES 

(BG) 

(SF) 

MI 

* 

126 

FUEL  DISP/OTR 

(BG> 

(SF) 

nr, 

-»  221 

PROD/aIR CRAFT 

BG 

SF 

222 

prod/guided  mis 

BG 

SF 

131 

COMMS  BUILDINGS 

BG 

SF 

223 

PROD/SHIPS 

BG 

SF 

* 

132 

COMMS/OTHER 

EA 

*  224 

prod/tank  AUTM\' 

BG 

SF 

133 

NAVTR  AID/3LDG 

BG 

SF 

225 

PROD/WEAPONS 

BG 

SF 

I3U 

KA'/TR  AID/OTHER 

226 

PROD/AT'MJNITrOK 

BG 

SF 

135 

COMMS  LMES 

MI 

227 

PROD/ELECNX/COM 

BG 

SF 

* 

136 

AFLD  PVMT  LTING 

LF 

*  228 

PROD/MISC/PROC 

BG 

SF 

*229 

PROD/MNT  REP  OP 

BG 

SF 

EA  * 

lUl 

LD  OP/BLDG 

BG 

SF 

1U2 

LD  OP/HELIUM 

BG 

SF 

310 

R  D  TEST  BLDGS 

BG 

SF 

* 

1U9 

LD  OP/OTHER 

EA 

* 

*390 

R  D  TEST  OTHER 

EA  * 

151 

WTRFR  OP/PIERS 

SY 

FB 

152 

WTRFR  OP/WHARPS 

SY 

FB 

4ll 

LIQ  FUEL  STOR 

BL 

153 

WTRFR  OP/CARGO 

SY 

412 

LIQ  STOR  OT  VfF&P 

BG 

SF 

GA 

* 

15U 

WTRFR  OP/SEAWAL 

LF 

* 

* 

155 

WTRFR  OP/SCFT/BR 

SY 

FB 

*  421 

AMMO  STOR /DEPOT 

BG 

SF 

* 

159 

WTRFR  OP/ OTHER 

EA 

*  422 

AMfO  STOR/ INST 

BG 

SF 

423 

AMMO  STOR/LIC^PR 

BG 

SF 

GA 

* 

161 

HARBOR  PROT  FAC 

EA 

*  *  424 

BAT  STR/WPN  REL 

CF  * 

* 

162 

COAST  PROT  FAC 

EA 

*  *425 

AMMO  STR/OP/oTHER 

sy 

* 

163 

HARBR  CST/I40ORG 

EA 

* 

* 

l6h- 

HARBR  CST/MARIN 

LF 

♦  431 

COLD  STOR /DEPOT 

BG 

SF 

CF 

165 

HARBR  CST/DREDG 

SY 

432 

COLD  STOR/ INST 

BG 

SF 

CF 

* 

169 

HARBR  CST/OTHER 

EA 

* 

44l 

cov  stor/depot 

BG 

SF 

171 

TRAIWIKG/BLDGS 

3G 

SF 

442 

COV  STOR/ INST 

BG 

SF 

* 

179 

TRAINING/OTHER 

EA 

* 

/First  ajiiendment  (Ch  3,  II/13/72) 


4lb5.lU  (Att  2  to  Find  I'l 
Dec  21,  66# 


OArKGORY 

UNITS 

OK 

AS'tp? 

7  •  r  -P.’: 

0  .'-J 

NO. 

SHORT  TITLl 

i 

AREA 

UN  1 1 

'O 

NO. 

SHORT  I ITLK 

cLDC 

;  ARIA 

0:;; 

451 

OPEN  STOR/DEPOT 

SY 

♦  831 

SEWAGE/TRMT  DSP 

(BG) 

(SF) 

KG 

!»- 

452 

OPEN  STOR/INST 

SY 

832 

SB-'  AGE  /  col  [jECT 

LF 

8  - 

VIASTE/RF^^  GAR:' 

. 

.Sr  ) 

i-riT  T 

510 

HOSPITAL  BLDC’rS 

BG 

SK 

BD 

«  84l 

WATFR/SiJF/p'Vr 

1  BG) 

■7(  • 

»  530 

.hosp/labs 

bg 

SF 

M- 

*  842 

WATER/DIST/POT 

LF 

* 

»  54o 

DENTAL  CLINICS 

BG 

SF 

OU 

* 

84  ^ 

WTR/NON  POTABLE 

LF 

550 

DISPENSARIES 

BG 

SF 

*  844 

WATER/SUP/NPOT 

(BG) 

(SF) 

KG 

V 

610 

•  845 

water/dist/npot 

LF 

ADMIN ISTR  BLDGS 

BG 

SF 

851 

ROADS 

SY 

M  i 

620 

ADM  STRUC/UNLGR 

SF 

852 

WALKS  PARKING 

SY 

»  690 

ADM  STRUC/OTHER 

EA 

* 

860 

RAILROADS 

MI 

711 

FAM  HSG/DEWLLG 

BG 

SF 

FA 

871 

GROUND/DRAINAGE 

LF 

712 

FAM  HSG/TRAILER 

FA 

872 

ground/fencing 

LF 

713 

FAM  HSG/TR  SITE 

FA 

714 

FAM  HSG/DET  FAC 

(BG) 

(SF) 

880 

ALARM  SYSTEMS 

BX 

*721 

BCHLR/EM 

BG 

SF 

mn 

* 

890 

UTIL/MISC 

BG 

SF 

*  722 

BCHLR  HSG/MESS 

BG 

SF 

mn 

* 

*723 

bch/hsg/det/fac 

BG 

SF 

* 

911 

land/held/milit 

AC 

*  724 

BCHLR  HSG/BOQ 

BG 

SF 

MN 

* 

912 

LAND/ PUB  DOMAIN 

AC 

*  725 

bch/hsg/emergcy 

(BG) 

(SF) 

MN 

* 

913 

LAND/TEMP  USE 

AC 

»  914 

land/territory 

AC 

¥■ 

730 

PERS  SUPP/SVC 

BG 

SF 

921 

LAND/EASEMENTS 

AC 

740 

COMMUNITY/ INTER 

BG 

SF 

922 

LAND/ INLEASE 

AC 

923 

LAND/FOREIGN 

AC 

*  750 

COMMUNITY/EXTER 

SE 

* 

*  931 

BUILDINGS 

SF 

¥ 

*  760 

community/museu 

BG 

SF 

EA 

* 

*  932 

site/impr 

SY 

* 

*  933 

DEMO 

(BG) 

(SF) 

EA 

¥■ 

*  811 

electric/source 

BF 

SF 

KW 

* 

*  934 

site/imp/cut 

CY 

* 

812 

elec/distr  TMSN 

LF 

*  939 

OTHER 

EA 

¥ 

*  813 

elec/sub/swtch 

KV 

* 

*  821 

heat/source 

BG 

SF 

MB 

NOTE: 

Add  BG  SF  to 

those  categories. 

*  822 

heat/tmsn 

LF 

* 

where  BG  and  SF 

are  not  listed 

*  823 

heat/gas/source 

BG 

SF 

MB 

* 

above,  when  buildings 

are  reported 

824 

heat/gas/tmsn 

LF 

for  the  categories. 

*  826 

Rr-RG/AC/SOURCE 

EG 

SF 

TN 

* 

*  827 

rfrg/tmsn 

LF 

* 

In  those  categories  where  BG 

and  S 

F 

are  in  parentheses,  either  buildings 
or  non -buildings  may  be  reported. 
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Page  3  of  DoD  Instruction  4l65.l4,  12/21/66. 


INSTRUCTIONS  FOR  RECIPIENTS 

The  following  page  change  to  DoD  Instruction  4l65-l4,  "Inventory  of  Military 
Real  Property,"  December  21,  1966,  has  been  authorized: 

PAGE  CHANGE 

Remove:  Page  3  of  basic. 

nsert:  Attached  replacement  page. 

Changes  are  indicated  by  marginal  asterisks. 

EFFECTIVE  DATE  AND  IMPLEMENTATION 

The  above  change  is  effective  immediately.  Forward  two  copies  of  revised 
inipleraenting  regulations  to  the  Assistant  Secretary  of  Defense  (Manpower, 
Reserve  Affairs,  and  Logistics)  within  SO  days. 


MAURICE  W.  ROCHE,  Director 
Correspondence  and  Directives 
OASD ( Comptroller ) 


WHEN  PRESCRIBED  ACTION  HAS  BEEN  TAKEN,  THIS  TRANSMITTAL  SHOULD  BE  WILED  WITH  THE  BASIC  DOCUMENT 


SD  106-1 


PREVIOUS  EDITIONS  ARE  OBSOLETE 


4i65.i4 
Dec  21,  66  # 

VI.  REPORT  COMTROL  SYMBOL 

The  Inventory  Summary  requirement  contained  herein  has  been  assigned 
Report  Control  Symbol  DD-I8eL(A)760. 

VII.  GENERAL 


* 

« 

♦ 

« 

« 

« 

« 


Questions  of  interpretation  or  applicability  of  this  Instruction 
will  be  addressed  to  the  Office  of  the  Assistant  Secretary  of 
Defense  (Comptroller),  Directorate  for  Management  Information  Operations* 
and  Control,  for  maintaining  and  reporting  aspects  of  the  inventory;  * 
to  the  Directorate  for  Accounting  Policy  on  accounting  and  pricing  * 

of  real  property;  and  to  the  Office  of  the  Assistant  Secretary  of 
Defense  (Manpower,  Reserve  Affairs,  and  Logistics),  Directorate  for  * 
Real  Property,  for  policy  aspects  concerning  real  estate.  The  first 
report  due  in  accordance  with  this  Instruction  reflecting  the  * 

change  in  the  Federal  Government's  fiscal  year  will  be  as  of  * 

Spet ember  30,  1977  and  will  be  due  Deceaber  31,  1977.  * 


VIII.  IMPLEMENTING  INSTRUCTIONS 

Existing  military  department  implementing  Instructions  will  be  re¬ 
vised  to  reflect  the  changes  herein,  and  submitted  slmultaineously 
to  the  Assistant  Secretary  of  Defense  (Msuipower,  Reserve  Affairs, 
and  Logistics)  and  the  Asslsteuit  Secretary  of  Defense  (Coopt roller) 
within  sixty  (6o)  days  for  approval  prior  to  publication.  Retro¬ 
active  changes  to  existing  records  will  not  be  required. 

n.  cNKOJuaioH 

Befisrence  (a)  and  Beport  Control  Syabol  I]9)-Pftl(A)326  are  cancelled* 


Z.  EFraCTIVB  PMB 


Thla  Instruction  la  effective  laaedlately* 


Aaalatant  Secretary  of 
(CoaptroUer) 


Dense 


Aaalatant  Secretary  of  Defense 
(Installations  and  Logistics) 


Bnelosura  -  1 
Destructions 
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